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A. Dedication Ceremony 

The Board of Trustees 

and 

Walter C. Howard, President 

of 
Roxbury Community College 

are pleased to invite you 

to attend the 

Dedication Ceremony 

for the John Wilson Statue 

Sunday, September 23, 1990 
3:00 P.M. 

Courtyard area 

between the Theater Arts 

and Administration Buildings 

1234 Columbus Avenue 

Roxbury Crossing, Massachusetts 
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